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MEMORANDUM FOR: 
FROM: 


DDA 78-4514 
5 December 1978 

Director of Central Intelligence 




•sie 


John F. Blake 

Deputy Director for Administration 


Stan: 

I wish to advise you that the Senate Majority Leader 
Byrd, at 0454 hours this morning, 5 December, placed a 
call ^Hon our SKYLINK secure voice system to 
the President. The call lasted for 22 minutes. It is my 
understanding that Senator Byrd had recently been 
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